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Studies of the radio detection of Extensive Air Showers is the goal of the demonstra- 
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I/"") , tive experiment CODALEMA. Previous analysis have demonstrated that detection around 

o ■ 

5.10 eV was achieved with this set-up. New results allow for the first time to study the 
Q_i' topology of the electric field associated to EAS events on a event by event basis. 
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Large experiments, like Agasa [l| or Hires .2], have brought into light difficulties concerning 
the determination of the origin and energy of the Ultra High Energy Cosmic Rays (UHECR) . In a 
near future, the giant hybrid experiment PAO [3| could be in situation to enlighten this problem 
by furnishing a larger set of events, using both particle and fluorescence detectors. 

Beside this, some experiments Q]' [i}' |j} have recently started to detect Extensive Air Showers 
(EAS), taking advantage of the radio emission associated to their development. Actually, the radio 
detection was proposed in the 1960's 7] and gave birth to several experimental investigations 8| 
but this effort was quickly abandoned. Thanks to technical improvements, recent results [^] ' lfj| 
demonstrate that EAS radio detection is now feasible. Furthermore, advantages of this method 
(100 % duty cycle, low cost of the detector, etc..) make it a promising tool for future detectors. 
The CODALEMA experiment is a part of this demonstrative effort. Despite measurement of 
UHECR around 10 20 eV is the admitted goal of such a method, a proof-principle demonstration 
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FIG. 1: Display of the CODALEMA set-up with a superposed transient EAS event. The squares indicate 
the location of the particle stations. Each cross corresponds to one antenna and the size and color of the 
circles superposed are proportional to the measured voltage. The arrival direction and elevation angle of 
the event are mentioned. The star indicates the reconstructed shower core location from the radio signal. 

at this energy would suffer of a lack of statistic. This can be avoided by working around 10 17 
eV with a much lower signal amplitude, specially far from the shower core. Nevertheless, this 
signal should remain measurable 10]. Considering a vertical shower falling upon the detector, the 
predicted transient should reach 150 /xV/m with a 10 ns FWHM duration U Transposed 
in the frequency domain, the corresponding pulse spectrum should extend from 1 to 100 MHz. 
Thus, a broad frequency bandwidth antenna should permit to recover the original pulse shape, 
allowing to determine the energy and nature of the primary with minimal assumptions concerning 
its electromagnetic shower signature. 



II. PRINCIPLE OF THE EXPERIMENT 

The CODALEMA experiment ^jj takes place at the radio observatory of Nangay (France). The 
present related setup (see Fig. ^) uses 11 log-spiral antennas (originally part of the DecAMetric 
array |12|) and 4 particle scintillator stations acting as a trigger (originally designed as prototypes 
for the PAO array Q]). 

Broadband antenna signals (frequency bandwidth of 1-100 MHz) are amplified (35 dB) and 
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recorded in a waveform mode (8 bits ADC, 500 MHz sampling frequency, 10 [is recording time) 
using a common time reference given by the trigger. Due to sensitivity considerations with those 
ADCs, antenna signals are band-pass filtered (24-82 MHz). Particle stations are made up of two 2.3 
m 2 layers of acrylic scintillator, each being read out by a photomultiplier. Signals from upper layers 
of each station are digitized (8 bits ADC, 100 MHz sampling frequency, 10 //s recording time). The 
coincidence between top and bottom layers is obtained within a 60 ns time interval with a counting 
rate of 200 Hz per station. The whole experiment is triggered by a fourfold coincidence from those 
particle stations in a 600 ns time window. The corresponding rate is around 0.7 event per minute. 
Considering the active area of the particle detector array of 7.10 3 m 2 and the arrival direction 
distribution of the particle pancake, a value of 16. 10 3 m 2 .sr is obtained for the acceptance, which 
corresponds to a trigger energy threshold of about 1.10 15 eV. 

The r ecog nition of the radio transients is made during an offline analysis (see also 
Ref. |is| ' ^(J). Radio signals are first 37-70 MHz numerically filtered to detect radio tran- 
sient. The maximum voltage is searched in a given time window, correlated to the trigger time, and 
compared to a threshold based on the noise level estimation outside this window. If the threshold 
condition is fulfilled, the arrival time is set at the maximum voltage and the antenna is flagged 
'fired'. When at least 3 antennas are flagged a triangulation procedure calculates the arrival di- 
rection of the radio wave using a plane front. To avoid fortuitous events, a cut is applied on the 
arrival time difference between the radio wave front and the particle front (obtained with particle 
detectors) that is within 100 ns for an EAS event. Finally, true radio-particle coincidences are 
selected by requiring that the arrival directions obtained by both particles and radio signals are 
the same within 15 degrees. 

Due to the low trigger threshold, only a fraction of those air shower events goes with significant 
radio signal. After the previous sorting, the EAS radio event rate is 0.9 per day. Assuming that 
the acceptance of both, particle detector and antenna array, are the same, the energy threshold of 
the radio events has been estimated around 5.10 16 eV. 

At the end of these analysis procedures, physical characteristics of the radio EAS events can be 
extracted. 

III. ILLUSTRATIVE EAS EVENT 

With our limited array of antennas, the number of tagged antennas per event is highly variable, 
depending on the shower energy and core position. Thus, only events falling inside the surface 
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delimited by the extremities of our antenna array can be unambiguously analyzed. The EAS event 
example shown on Fig. ^ is one of those. It exhibits a 11 antennas multiplicity with the associated 
signal amplitude measured on each antenna (depicted by the circle size). The arrival direction has 
been reconstructed from both scintillator and antenna data (discrepancy of 1.6 deg. between both 
estimations for this event) and indicates that it corresponds to a shower with a zenith angle of 51 
degrees. 

The electric field distribution for the above mentioned EAS event (full line) and a fortuitous 
one (dashed line) are shown Fig. |2J for East- West (left) and North-South (right), antenna axis. 
The fortuitous event belongs to a set of events identified as resulting from a single polluting source 
(constant arrival direction from one event to another) and rejected from EAS candidate status 
using the procedure described in Ref. |6j. The dotted line indicates the noise level of our setup and 
illustrate the amount of useful signal received. Antenna responses were cross calibrated and gains 
adjusted within a few %. 

It appears that topologies are clearly different between EAS and anthropic events. On the one 
side, the anthropic event (dashed line) presents an electric field topology with a soft linear decrease 
of the amplitude which is not expected for an EAS candidate falling in the vicinity of the array. 
On the other side, the EAS event (full line) shows a highly variable field amplitude depending on 
the position on the axis. This allows to estimate the projected core location using first barycenter 
calculations, then, by fitting Gaussian model. The resulting core position, similar with a relative 
location error of a few meters on each axis for both estimations, is pointed by a star on Fig^ 

This margin between electric field topologies depending on its origin (EAS or anthropic) could 
constitute one decisive criterion of selection as it comes from the antenna array only and not from 
a comparison to the particle detectors. In other words, it means that a radiodetection of cosmic 
rays experiment should be able to discriminate EAS event by itself. 

Once the core position and the arrival direction of the shower are known, the measured electric 
field can be plotted in a shower-based coordinate system (instead of a ground-based one) to look 
at the radio signal behavior with an increasing distance from the core such as shown Fig. |21 The 
above event fits an exponential decay given Eq. ^ Qj- 

E(d) = E .exp[^-}. (1) 

with d the distance between the shower core and the detector, do and Eq the fit parameters. The 
result gives values for those two parameters, do=215 m and Eq=14: ^V/m/MHz at 37 MHz. 
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FIG. 2: Sampling of the electric spread. Left : Profile of the maximum voltage recorded on the antennas in 
the East- West direction. Right : Profile of the maximum voltage recorded on the antennas in the North- 
South direction. Both for an EAS event (full line) and an anthropic transient (dashed line). The dot line 
correspond to the noise level of the antennas. 
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FIG. 3: The electric field measured on antennas for the presented EAS event as a function of the distance 
between the detector and the estimated shower core location. The full line corresponds to an exponential 
fit of the data. 

IV. CONCLUSION 

CODALEMA is already an operating tool to detect EAS associated radio emission. It is also able 
to determine its arrival direction using triangulation and core position by fitting a Gaussian profile 
over two axis. More data and upgradings are needed to enhance the knowledge of the electric field 
over long distances and to calibrate the experiment in energy using additional particle detectors. 
Nevertheless, it is now possible to discriminate an EAS event electric field from a fortuitous one 
using only antennas and no particle detector. Considering the low trigger rate (< 1 evt/s) obtained 
during the first phase of CODALEMA 6] where the system was self-triggered using a devoted 
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antenna, this is one further step toward a stand-alone system that could be deployed over a large 
area. 
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